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Bureau, ASM. 
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SAN FRANCISCO CHAPTER #15—December 3 


Christmas Party—Ladies Night, Social night. Spenger’s Grotto, 
1919 4th, Berkeley. For further information, contact: Bill 
Dietrich 235-5714. 
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application of decision and utility theory to planning, operat- 
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January 24-28. Tuition: $335. For further information, write: 
P.O. Box 24902, Continuing Education in Engineering and 
Science, UCLA University Extension, Los Angeles 90024, or 
(213) 825-3344 or 825-1295. 


PROJECT INVESTMENT DECISIONS—Five-day course pro- 
vides fundamental background and methodology for making 
investment decisions for new projects. UCLA Extension, 
January 3l-February 4. Tutition: $325. For further information, 
contact address given with above item. 
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